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TELETYPE CORPORATION SPECIFICATION 50924S 
Skokie, Illinois, U.S.A. Issue-1, December 1977 


INSTRUCTIONS FOR INSTALLING 407800 METER ROLLER SET 
ON A MODEL 40 80- OR 132-COLUMN TRACTOR FEED PRINTER 


1. GENERAL 


1.01 The 407800 meter roller set consists of the following parts: 


Qty Description 
2 | Ink Meter. Roller 
1 Disposable Glove 


2. INSTALLATION 


2.01 Place the right and left detent lever in the number “1” position. Using disposable glove, install one 
meter roller on the right and one on the left bushing with latch. hs 


LATCHES 


ROLLERS 
LEFT DETENT 
LEVER 
POSITION 
NUMEERS RIGHT DETENT 
LEVER 
RTTY ELEC FRONICS 
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